To:  Contreras,  Robert[contreras. robert@epa.gov] 

From:  Brown,  Cynthia 

Sent:  Mon  8/17/2015  4:16:31  PM 

Subject:  RE:  Region  8 Gold  King  Mine  Blow  Out  A8K9RV00 


Thanks  Robert.  You’re  the  BEST! ! ! ! 


Cynthia  K.  Brown 

Removal  Enforcement  Coordinator 

214-665-7480 

Brown.cynthia@epa.gov 


From:  Contreras,  Robert 

Sent:  Monday,  August  17,  2015  11:16  AM 

To:  Ferguson,  Ralph;  Milbeck,  Regina;  Spelman,  John;  Whitley,  Paul;  Brown,  Cynthia 

Cc:  Contreras,  Robert;  Green,  Theresa 

Subject:  Region  8 Gold  King  Mine  Blow  Out  A8K9RV00 


OK  Ralph, 

I’ve  gone  back  into  Non-Superfund  personnel  (06K,  06M,  06J  & 06C)  users 
favorites  and  removed  A6LS,  and  added  Region  8 account  A8K9RV00.  Also 
deactivated  A6LS  from  COMPASS. 


Robert  Contreras 
Region  6 

Accounting  Services  Section  (6MD-CA) 
214-665-7485 
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